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THRU THE EDITOR’S GLASSES 


A very Merry Christmas and a Happy and Prosperous New Year to 
all, is your editor’s wish. To mutilate and add to an old benediction: May 
your practice increase! Your inlays stay in, and your dentures stay put! 





* * * 


While you are enjoying the Christmas season, take a moment to think 
of your less fortunate colleagues: the man whose main support is a check 
from the state and national relief fund. Reach for your check book and 
send a check for the Christmas Seals which were sent to you. Fifty per cent 
of your contribution returns to the relief fund of the state society. Can you 
honestly say that it would be a hardship for you to make the check for two, 
three, or five dollars instead of the one you started to send? Those now on 
relief never expected to be there ; you or your next door neighbor may need 
help some day. Send your check now and don’t be so Scotch! 


* * * 


Our president of the A.D. A., Dr. C. Williard Camalier, wrote a stirring 
call to arms entitled “Dental Health For American Youth,” which was pub- 
lished in the October issue of the Journal of the A.D.A. and Dental Cosmos. 
His suggested sixteen points cover the promotion of a preventive program 
for children in a most thorough manner. His article should be read, studied, 
and put into effect by society officers and committees everywhere. If this 
suggested program of activities is really followed, the dental profession will 
have made a gigantic stride ahead in preventive dentistry and in public 
esteem. One of the sixteen points is the national poster contest. Full details 
of this contest have been mailed to all district and branch society officers. 
Individual members wishing to obtain this detailed information will find it 
in the November Journal of the A. D. A. and Dental Cosmos, pages 1871 to 
1873, inclusive. ae 


This issue contains the revised by-laws in full. Officers of component 
and branch societies and others who might have need of these by-laws, 
should preserve this copy of the Journal as the by-laws will not be printed 
separately. ae oe 


If you know of any member, or recent member, of the state society who 
has been forced to quit practice because of physical disability and who is 
interested in making a business contact, please tell him to communicate with 
Dr. C. J. Hollister, Business Manager of the Pennsylvania State Dental 
Society, 800 Capital Street, Harrisburg. The applicant must have a good 
personality and be possessed of some sales ability. 
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HISTORICAL ARTICLES 


Dr. R. G. Denny, Philadelphia 
FILLING MATERIALS 


(Conclusion of article started in November issue.) 





About 1840-45 a few members of the profession began to coil ribbons 
of gold upon a winder, thus forming cylinders. These cylinders differed 
from those now in common use in that they were tightly wound and only 
slightly compressible before use. 


In 1853, Mr. A. J. Watt, of Utica, New York, introduced “sponge” or 
“crystal” gold, which met with considerable popularity, but was not found 
entirely satisfactory. 


In 1855, Dr. Louis Jack, of Philadelphia, was making some tests for 
his friend, Dr. Robert Arthur (in whose house he had an office), of the 
comparative density of sponge and ordinary gold foil. Dr. Arthur furnished 
Dr. Jack with a book of foil which had been left uncared for in his cabinet 
for months. Dr. Jack found it difficult to work, and Dr. Arthur suggested 
annealing to soften it, and immediately observed the fact that it would 
adhere particle to particle like crystal gold. Thus Dr. Arthur discovered 
the cohesive property of gold. He made known his discovery to the profes- 
sion, and used foil, made cohesive, thereafter to the exclusion of sponge gold. 
Other dentists declared that this discovery was not new and that the prin- 
cipal had been used by them. Manufacturers had observed this sticky 
quality in gold, but had considered it a detriment. The profession, however, 
has generally given Dr. Arthur the credit of this important discovery. Its 
introduction changed in a great measure the using of gold. Ropes and 
cylinders were rolled very loosely instead of tight as before. Deeply serrated 
plugger points came into use. This new form of gold soon became im- 
mensely popular and made possible larger restorations than previously had 
been attempted. 


“Contour fillings” were made possible and were carried to great per- 
fection. Gold was first condensed by hand pressure only, and for this pur- 
pose Dr. E. T. Darby, of Philadelphia, in 1838, then a demonstrator at the 
Pennsylvania College of Dental Surgery, designed a set of twenty-seven 
plugger points which seemed to meet every requirement and became very 
popular. 


The hand mallet was probably used quite early. Leonard Koecker, of 
Philadelphia, early in the nineteenth century, refers to the use of the hand 
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mallet, but it did not become popular until its re-introduction by Dr. W. H. 
Atkinson, a Pennsylvania born dentist, in 1866. He made no claim for 
originality, but gave Dr. D. E. Merrit, of Pittsburgh, the credit of having 
been the first whom he knew to employ it. A plugging forcep was introduced 
about this time: one beak was designed for grasping the tooth, the other 
was a serrated plugger point. The first automatic mallet was introduced by 
J.C. Dean. This was followed in 1866 by the Snow and Lewis plugger, and 
one by J. F. Foote, and others. The first mallet used in connection with the 
dental engine was invented by Thos. W. Buckingham, of Philadelphia. 


The invention by Dr. W. G. A. Bonwill, of Philadelphia, in 1870, of the 
electro-magnetic and his engine mallet added greatly to the speed and 
_ facility with which gold fillings could be inserted, filling by lightning, it was 
humorously called. His contemporaries say that with the automatic in- 
struments of his invention he exhibited a speed and skill in operating which 
has never been equaled. Dr. Marshall H. Webb, of Lancaster, made an 
improvement in the Bonwill mallet, and it was thereafter called the Bonwill- 
Webb mallet. He confined himself exclusively in his practice to cohesive 
gold as a permanent filling material and executed some of the most difficult 
and beautiful operations ever performed. No fillings were too large or too 
difficult for him to attempt. Dr. Louis Jack, of Philadelphia, in 1874, made 
some improvement in the Bonwill mallet and was known as an operator of 
unusual skill. 


Among those who became master of the art of making gold foil fillings, 
there were probably no superior to some of the Pennsylvania’s early den- 
tists, among whom may be mentioned Marshall H. Webb, W. G. A. Bonwill, 
Louis Jack, E. T. Darby, and others. 


The Cast Gold Inlay and the Casting Process. On January 15th, 
1907, Dr. William H. Taggart, of Chicago, in a paper read before the New 
York Odontological Society, entitled “A New and Accurate Method of 
Making Gold Inlays,” made known to the profession his casting process, 
the technic of which, briefly described, was to make a wax pattern of a 
tooth cavity, attach a sprue wire and invest in a finely pulverized investment 
material, enclosed in a metal flask. When set, remove the sprue wire, melt 
the wax so that it is absorbed by the investment, and by the use of com- 
pressed air force molten gold into the mold thus made. He described in 
detail the process, showed gold fillings thus made, and suggested the use of 
the process in making bridges, plates, etc. 


The process was so revolutionary that it changed the practice of den- 
tistry almost over night. Its possibilities immediately appealed to the pro- 
fession and it was received with the greatest interest and enthusiasm. 
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Dr. Taggart’s casting machine was quite complete, employing the di- 
rect air pressure principal for the actual casting, but once the idea was 
known it was found that castings could be made with very simple apparatus, 
and by the employment of other forces, and before Dr. Taggart’s machine 
was on the market, others brought out and were selling simpler devices, 
utilizing not only various pressures but centrifugal force and the vacuum 
principal as well. All of these Dr. Taggart claimed were infringements on 
his patents, but others claimed that the principal was not original with Dr. 
Taggart, but had been employed in the arts long before his presentation of 
the subject in 1907. 

As far as the dental profession is concerned, there can be no doubt 
that it has Dr. Taggart to thank for the introduction of a process that has 


eliminated much of the discomfort and tediousness from many dental oper- * 


ations, and all of the improvements that have been made in the casting 
process have been made since his presentation of the subject in 1907. 

As is the case with many inventions, it was found that improvements 
could be made both with the machine and the process, and Pennsylvania 
dentists have played a part in this development. Simpler machines of a 
pressure type were designed and marketed by Dr. A. P. Lee and Robert 
Seymour, of Philadelphia. Dr. Norman Jamison, of Philadelphia, invented 
and marketed one using centrifugal force. Many invented machines for their 
private use only, among them being Drs. James G. Lane, D. Anton Zurbrigg, 
Carlton Palmer, Edwin Shoemaker of Philadelphia, C. S. VanHorn, of 
Bloomsburg, Pennsylvania, and others. 

Dr. James G. Lane, of Philadelphia, was an early investigator of the 
casting process and began writing articles on the subject in 1908, giving to 
the profession the results of his experiments. His experiments convinced 
him that pressure had relatively no influence on the shrinkage of gold, and 
he was one of the first to refute this rather prevalent belief. He showed 
that heating the investment increased the size of the casting and that cooling 
reduced the size. He experimented with investment materials and gave to 
the profession the formula which he regarded as the most suited for gold 
inlay work and it became the base of several commercial investments. 

Dr. C. S. VanHorn, of Bloomsburg, Pennsylvania, quite early in the 
history of the casting process, attacked the problem of compensating for the 
shrinking of gold. He early recognized the fact that the shrinkage of gold 
in cooling was a natural phenomenon and could not be controlled, but his 
experiments showed that it could be compensated for and much of his early 
efforts were in this direction. He found that while a hot mold compensated 
for some of the shrinkage, it did not compensate for all of it, and he began 
experiments with waxes which resulted in an important contribution to the 
process. 
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He was the first to call attention to the fact that wax increased in size 
with heat and diminished in size with cold, that a wax pattern taken from 
a mouth where the temperature is approximately 98 degrees to a room of a 
lower temperature and invested with water of a still lower temperature 
must result in a reduction in the size of the pattern and consequently a re- 
duction in the size of the casting and the results of his experiments prompted 
him to make the following recommendation : To make a casting of the same 
size as is the wax pattern when it is in the tooth cavity in the mouth, invest 
the pattern at a temperature sufficiently above tooth cavity temperature to 
compensate for the shrinkage in the gold which is in excess of any change 
in the mold at the time the casting is made. Many successful technics have 
been advanced since, but much of their success is due to the expanded wax 
pattern, first suggested by Dr. VanHorn in 1910. 


The recent improvements in investment materials have provided one of 
the most important advances in this process. Greater resistance to deterior- 
ation when subjected to high heat and a controlled expansion of the material 
to compensate for the contraction of the gold has resulted in greater ac- 
curacy in casting. 


Plastic Fillings. The difficulties encountered in the manipulation of 
metal as a filling material proved a great obstacle in the early days of den- 
tistry, to its general and successful employment, and the inventive minds of 
the profession have striven through the years to find methods and materials, 
the employment of which would be less trying to both the operator and the 
patient. Their efforts have naturally turned to plastic fillings. 

The earliest of these were probably used before metal, but from their 
very nature proved to be but temporary in character. They were etherial 
or alcoholic solutions of gums, such as mastic, sandarac, etc., and were 
decried by the best early dentists. 


Terro-metallic Cement—This was an early filling material and was 
composed of a mixture of sulphate of lime and oxide of iron, but it was 
very temporary in character. By the addition of morphia, it was used for 
the relief of pain. 


Fusible Metal—Of this variety of filling material, there were two 
principal alloys: D’Arcet’s, becoming plastic at 212° F., and Woods at 
140° F. The former was melted and poured into the cavity, previously pre- 
pared and dried; the latter was placed in the cavity in small pieces and 
melted with a hot instrument. This method was better suited, of course, to 
non-vital than vital teeth for obvious reasons. This material was employed 
quite extensively for a time both in France and America, but soon fell into 
disuse. 
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Amalgam. About the year 1826, M. Taveau, of Paris, France, advo- 
cated the use of what he called “silver paste” for permanent fillings: It was 
simply a namalgam of mercury and silver. Convenience, however, dictated 
the use of silver coins instead of pure silver; these were filled and mixed 
with mercury, the excess mercury was expressed with pliers and the residue 
introduced into the cavity. This form of amalgam was probably used in 
those early days more than any other. 


Amalgam was introduced into this country by two French empirics, 
contemporaneously denominated “the Crawcours,” who came to New York 
in 1833. The Crawcour brothers were evidently incompetent, unscrupulous 
quacks, but they made such an impression upon the public with their ex- 
travagant claims for their new filling material, called by them “royal mineral 
succadaneum,” that they created quite a furor and were for a time financi- 
ally successful. Their operations, however, were so slovenly and unskillfully 
performed that their true character soon became apparent to the public and 
they found it expedient to leave town, leaving behind them the germ of what 
developed into the bitterest controversy that has ever occurred in the dental 
profession. 


Probably the manner of its introduction more than the inherent weak- 
ness of the early amalgam was responsible for the prejudice against it; at 
all events, the feeling against the new material was so bitter that efforts 
were made by many leading members of the profession to make it appear 
that the use of amalgam was quackery, and some of the early dental socie- 
ties so denominated it. The American Society of Denta! Surgeons, the first 
national body organized, passed a resolution in 1843 declaring the use of 
amalgam to be malpractice, and later notified its members that any member 
persisting in its use would have his case considered by the society. Some of 
the leading members of the profession took pride in declaring that they had 
never made an amalgam filling. Dr. Jonathan Taft, Dean of the College 
of Dental Surgery of the University of Michigan, would not permit its use 
in that college while he lived. Gradually this extreme prejudice was largely 
overcome ; men prominent in the profession came to realize that amalgam, 
properly employed, had a place in dentistry as a filling material, and cham- 
pions with the courage to openly advocate its use made themselves heard, 
and eventually amalgam came to be used by practically the whole profes- 
sion. Today it is probably used more extensively than any other filling 
material. Dr. J. Foster Flagg, of Philadelphia, was one of its early cham- 
pions, and he wrote extensively of his clinical observations. He experi- 
mented with formulas and placed alloys on the market. He was the father 
of what came to be known as the “New Departure.” His theory was that 
there was an electro chemical action between gold and the tooth which 
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encouraged decay and that amalgam was more harmonious with the tooth. 
This made the use of amalgam more scientific, and greatly advanced its 
popularity. 

In 1848, Dr. Thomas W. Evans, patron of the Thomas W. Evans In- 
stitute and Museum of Philadelphia, a Philadelphian then practicing in 
Paris, France, introduced an amalgam of pure tin with a small quantity of 
cadmium. It was claimed for it, at first, that it did not discolor, shrink, or 
change in the mouth. Further experiments, however, showed that it did all 
of these things, and Dr. Evans himself advised the discontinuance of its use. 

In 1855, Dr. Elisha Townsend, of Philadelphia, proposed an amalgam 
which became known as Townsend’s amalgam. It consisted of four parts 
silver and five parts tin, melted together and reduced to filings. With these, 
when about to be used, mercury was mixed in such quantity as to produce a 
plastic mass, and the whole was washed in absolute alcohol and was then 
ready for introduction into the cavity. Dr. W. G. A. Bonwill, also of Phila- 
delphia, was an early experimentor and suggested formulas. 

The early amalgams frequently were mixed with non-metallic sub- 
stances such as pulverized glass or pumice in the belief that it would render 
the material more resistant to abrasion, but it was soon discovered that these 
additions were worse than useless. 

The profession realized that the amalgams then in use were far from 
satisfactory ; practically all fillings made of the amalgam then in use leaked. 
Many experimentors, both here and in Europe, labored with the problem, 
but little of a really conclusive character resulted until in 1895 Dr. G. V. 
Black, of Chicago, Illinois, set himself the task of solving the problem. His 
experiments were thorough and scientific and revolutionized the making of 
alloy for amalgams. His recommendation for a balanced alloy was 72% 
per cent silver and 27% per cent tin, and the alloys used by the profession 
today are based on the results of his investigations. 


e 
STATE BOARD APPOINTMENTS 
The following appointments to the State Board of Dental Examiners 
were announced by the Governor’s Office on November 30th: Drs. W. A. 


McCready, Thomas P. Fox, and Standish C. Kahle. There is one vacancy 
as yet unfilled. 














MEMBERSHIP in the American Dental Association through the State 
Society makes the member eligible for relief in case of physical or financial 
disaster and the longer the membership is held, the greater the amount of 
relief he is eligible to receive. 
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THE GLOBE TROTTER 


STUDIES OF GINGIVITIS IN CHILDREN (STUDIER OEVER BARNAALDERNS 
GINGIVITISKA TILLSTAND) BY WOLMER NORDENMARK 





The author examined the mouths of about 1,000 children over a five- 
year period, correlating the condition of the gingiva with capillary fragility 
tests.* He found that among those whose capillary resistance was lower 
than normal, gingivitis was present in from 63 to 83 percent of cases. When 
ascorbic acid and oranges were administered, the capillary resistance was 
raised in 51 out of 55 cases (in 93%). When ascorbic acid alone, without 
fruit was administered only 66% showed improvement. 


The author also describes an instrument he developed for measuring 
gingival resistance—a gingimeter—which is a modified manometer. The 
instrument is provided with a triangular rubber disc which is pressed against 
the dental papilla and at the first sign of capillary bleeding, the amount of 
pressure used is read in millimeters of mercury. 

(Svensk Tandlakare Tidskrift, 30:257, Sept., 1937.) 


* A test to determine the resistance of capillaries to positive or negative pressure. It is useful 
in determining vitamin C deficiency. 


THe NATURAL OCCURRENCE OF ZINC IN TEETH BY D. B. CRUICKSHANK 


_ Two hundred analyses of human teeth by the ferrocyanide turbidimetric 
method and by the dithizone method were made. The author concludes that 
hair, nails and teeth all have a high zinc content in common. Teeth contain 
the highest zinc content of all the bodily structures, the amount of zinc 
found being 0.02 percent. The zinc probably comes from ingested food. 

(British Dental Journal, 63 :395, October, 1937.) 


ACTION OF ANTISEPTICS ON MICE 


If 0.1 ce. of a 50% dilution of a 24 hour broth culture of staphylococcus 
aureus is injected intracutaneously in mice, a local inflammatory reaction 
from 3-10 mm. in diameter with suppuration, necrosis, scab formation, 
desquamation and ultimate healing occurs. Dr. G. A. Hunt (J. Infect. Dis. 
60 :232, Mar., Apr., 1937) attempted to determine what antiseptic agent or 
agents when injected together with the inoculant might prevent the devel- 
opment of the skin lesion. Many antiseptic solutions were tried. The anti- 
septic solution injected was an aqueous solution, twenty times the minimum 
concentration necessary to kill staphylococci within 10 minutes in a test 
tube. About 0.1 cc. of the antiseptic solution was then injected into the same 
spot (previously marked off with India ink) as the staphylococcus aureus 
inoculant. Merthiolate, metaphen, mercurochrome, oxyquinoline, and 
chloramine T were found to be relatively ineffective. A solution of chlor- 
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iso-octyl-resorcinol was found to prevent formation of the skin lesion, even 
after almost one hour’s interval between injection of the microorganisms 
and injection of the antiseptic. 

(J.A.M.A., Current Comment, 109 :1368, Oct. 23, 1937.) 


TREATMENT OF THE INJURED DENTAL PULP, By W. S. Ross 


The following excerpt will bear repetition: “It is probable that many 
successful results in root-canal therapy are due to the retention of a portion 
of pulp tissue in the apical canal, which exists either accidentally or other- 
wise. The destruction of this last remnant so often results in periapical 
infection that every effort should be made to retain some portion of the pulp 
whenever possible. It is common practice to extirpate the pulp when it is 
found to be exposed, but this procedure may not be justified in view of the 
accompanying risk of infection in removing the pulp and filling the canal. 
In the case of an exposure the pulp is often quite normal and healthy a short 
distance from the injury, and the old axiom that an ‘injured pulp is a lost 
organ’ is not necessarily true in all cases. However, unless the tooth is 
drilled under strict aseptic conditions and the carious cavity is sterilized, 
the exposed pulp will almost certain be infected.” 

(British Dental Journal, 63.337, September 15, 1937.) 


THE INCIDENCE OF UNILATERAL DENTAL CARIES IN 516 CASEs, 
BY C. F. BoEpECKER AND S. EWEN 


“Summary: An examination of 516 full mouth x-rays, selected at ran- 
dow, showed 179 carious lesions affecting only one of two closely contacting 
teeth. This condition (unilateral dental caries) indicates that food reten- 
tion, bacteria, and saliva cannot be the sole factors in dental destruction. A 
few such cases can be explained on the basis of a change in the local en- 
vironment ; the majority indicates that the teeth themselves have a variable 
resistance to attacks. The maxillary second incisors seem to be most prone 
to unilateral caries. The principal factors affecting resistance of single 
teeth, as far as is known at present, seem to be variations in calcification and 
structural differences. Therefore, the etiology of dental caries appears to 
include not only food retention, bacteria, and possible changes in salivary 
content, but also a variation of resistance of the individual tooth.” 

(Journal of Dental Research, 16:401, October, 1937.) 


OrAL BACTERIA IN THE NEWBORN (MUNDFLORA DES NEUGEBORENEN ) 
BY JURAJ v. KALLAY 
The author set out to answer the following questions: (1) When do 
baceteria appear in the mouth of the newborn? (2) What bacteria are 
found in the mouth of the newborn? (3) Do they differ from those found 
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in the mouths of adults? Based upon smears taken at various intervals of 
time, immediately after birth, the author concludes as follows: (1) The 
mouth of the newborn, under normal conditions, becomes immediately in- 
fected, i.e., during birth, and is therefore not sterile after the first minutes 
of life. (2) As to the kind of bacteria found, the following were common 
inhabitants in the mouths of the newborn: enterococcus, E. coli, strepto- 
coccus brevis, staphylococcus albus, and streptococcus longus. (3) The 
bacterial flora of the newborn differs from that of the adult. 
(Zeitschrift fuer Stomatologie, 35 :896, July 9, 1937.) 


Tue Errect of HORMONAL TREATMENT ON THE GUMS AND ORAL MUCOSA 
oF WomEN, By D. E. ZIsk1n 


“Conclusions : (1) The hormones Progynom B and Folluetin injected 
respectively into women in the treatment of amenorrhea and prolonged 
menstrual bleeding affect the gingivae and oral mucous membranes. (2) 
Progynon B injections cause hyper-keratinization and hyperplasia of the 
oral epithelium. (3) The gums of women receiving Progynon B are uni- 
formly in a healthier state than those receiving Folluetin. (4) The gums 
of women receiving Folluetin show evidence of inflammation and degener- 
ation both grossly and micrscopically. (5) The Vincent’s infection reported 
in one case was probably predisposed by hormonal treatment. (6) Folluetin 
probably exerts its influence directly on the gums and oral mucous mem- 
branes.” (Journal of Dental Research, 16:367, October, 1937.) 


A SuRGICAL-ORTHODONTIC OPERATION FOR DIASTEMA (CHIRURGISCH- 
ORTHODONTISCHE TECHNIK DER DIASTEM-OPERATION ), BY F. SCHOEN 


A rather ingenious method for closing up a wide space between the 
upper first incisors is described by Dr. F. Sch6n. The causes for such clefts 
or “diastemas” are first discussed by the author. According to Cieszynski 
this is due to an abnormal development of the intermaxillary bones. Angle, 
however, attributes it to an overdevelopment of the dense band of tissue 
running to the lip. 

The following is an outline of the technique Dr. Sch6n advocates: 
(1) Place orthodontic bands on both incisor teeth bounding the space. These 
should be fitted with suitable lugs for obtaining traction later on. (2) Under 
local anesthesia, make two parallel incisions into the gum tissue, alongside 
of, and in line with, the frenum labiwm superioris. These incisions should 
demarcate the desired amount of tissue to be removed and should extend 
down to the periosteum. (3) Raise the flap and with a suitable fissure bur 
cut through the alveolus, removing the bone between the two teeth to a 
height equal to one-half the length of the roots of the incisor teeth. (4) Cut 
away the gingival flap and pack the wound. (5) On the following day re- 


[16] 








STATE DENTAL JOURNAL 





move the packing and apply traction to the first incisor teeth in order to 
approximate them. This may be done by means of rubber bands, grassline 
ligature, or a light spring. Movement of the teeth is rapid. Once the teeth 
have achieved the desired position in the arch, they should be kept in posi- 
tion by means of a suitable anchorage (such as ligating with brass ligature 
wire) for an extended period of time. 


The author points out that this operation is not only suitable for obliter- 
ating a naturally existing space but also for closing up an artificially created 
space, e.g., following removal of a supernumerary tooth between the upper 
first incisor teeth. (Zahnaerztliche Rundschau, 46:1903, October 31, 1937.) 
(Abstract in J.A.M.A. 109 :1858, November 27, 1937, from original paper 

in Tubercle, 19:24, October, 1937.) 


INHIBITORY EFFECT OF SALIVA ON TUBERCLE BACILLI 


Piasecka-Zeyland and Zeyland examined the direct action of human 
saliva on tubercle bacilli. They repeated the experiments many times, using 
the saliva of the same subjects to check the results in order to convince 
themselves of the indicated fact that human saliva exerts an inhibitory 
effect on the growth of tubercle bacilli. The protracted heating at 56 C. of 
the saliva is without any influence on the observed inhibitory effect. They 
believe that the decrease in the numbers of colonies after treatment with 
saliva is not the result of an agglutination of the bacilli by the saliva. At 
present the experiments allow them to conclude that in certain circum- 
stances the addition of human saliva inhibits the growth of tubercle bacilli. 
This effect depends not only on individual variations but also, in a minor 
degree, on unknown factors, as is evident by slightly varying results in the 
particular experiments. 


PoTasstuM CHLORATE IN DENTIFRICES 
The following dentifrices contain potassium chlorate according to the 
J.A.M.A. (109 :455, Aug. 7, 1937). 
Alkalol, Anti-Vinzang, Dr. Cates’ Cato Tooth Paste, Gin-ga-sol, King’s 
Ceko Dental Paste, Lorty Antiseptic Tooth Paste, Pebeco Tooth Paste, 
Potaska, Pyo-Rem and Pyo-Rem Dental Cream, Tonsiline. 








Your district treasurer has a 1938 membership card waiting for your 
check. Send it in at once—memberships expire January rst. 
e 
MEMBERSHIP gives a much lower rate on malpractice policies and 
also assures full swpport of organized dentistry when in need of court tes- 
timony. 
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BY-LAWS OF THE PENNSYLVANIA 
STATE DENTAL SOCIETY 


REVISED AND ACCEPTED, MAY, 1937 





Editorial Note: 


You will find below the by-laws as they were revised at the last meeting 
of the State Society. They are published in full in this issue so that those 
who wish to do so can have a copy to study and refer to. 


BY-LAWS 


ARTICLE I 
Section 1. In accordance with Section 6 of the Charter, the officers of this 
Society shall be a President, President-Elect, two Vice-Presidents, Secretary, As- 
sistant Secretary, Treasurer, a Board of Censors and such others as may be desig- 
nated in the By-Laws or standing resolutions. 


ARTICLE II 
Section 1. (a) The President shall preside at all meetings of the Society 
and of the House of Delegates; appoint, with the approval of the Board of Trustees, 
all standing and special committees not provided for; be an ex-officio member of 
all standing and special committees and of the Board of Trustees. At the first 
general meeting of the annual session following his election he shall deliver an ad- 
dress on such matters as he may deem of importance to the Society. 


(b) In the event of the death, resignation, removal from a district, or election 
to another office of a Trustee, the President shall have authority to fill such vacancy 
by the appoinment of a person from the district where the vacancy occurs, to serve 
until a successor is chosen at the next annual session. He shall make a report to the 
House of Delegates at the first meeting of the annual session of that body. 

(ec) At the expiration of his term of office the President shall be presented 
with a bronze plaque, as a token of esteem from this Society. 

Section 2. The President-Elect. The duties of the President-Elect shall be 
to assist the President and become an ex-officio member of such committees as do 
the President and Secretary. At the installation of officers at the next annual ses- 
sion following his election, he shall assume the office of President of this Society 
without other election. In case of the death, resignation or removal of the Presi- 
dent, he shall succeed to that office. 


Section 3. Vice-Presidents. The Vice-Presidents shall assist the President. 
During his absence or at his request, one of them shall officiate in his place. In the 
absence of the President and President-Elect, the elder Vice-President shall pre- 
side and assume the duties of the President, and in his absence, the other Vice- 
President shall preside and assume the duties of the President. In the absence of 
all four of these officers, the Chairman of the Board of Trustees shall preside. 


Section 4. (a) The Secretary shall send to the Secretary of each Component 
Society membership cards immediately after their receipt from the General Sec- 
retary of the American Dental Association, and the portion of each card designated 
for the State Secretary and the General Secretary of the American Dental Asso- 
ciation, with the name and address of the member written thereon, shall be returned 
to the State Secretary at the time of the remittance of dues. 


(b) He shall give a bond in an amount as requested by the Board of Trustees. 


(c) The Secretary shall keep the seal of the Society and cause it to be 
affixed to the Component Society Charters, American Dental Association Delegate 
Certificates, and to other official documents after they have been properly accred- 
ited and signed. ’ 


(d) He shall give a full and detailed report to the House of Delegates on the 
first day of the annual session of that body. 
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(e) The Secretary shall have one issue of each of the unbound volumes of the 
Proceedings of the Society and the Journal bound and filed with those previously 
bound as permanent records of the Society. 


Section 5. The duties of the Assistant Secretary shall be to act as a general 
assistant to the President and Secretary at the annual meetings. 


Section 6. The Treasurer shall keep all funds of the Society in a depository 
selected by him with the approval of the Board of Trustees, and shall pay out 
money only on a written order signed by the President and Secretary. He shall 
give a bond in an amount as requested by the Board of Trustees. He shall give a 
full and detailed report to the House of Delegates on the first day of the annual 
session of that body. 


Section 7. (a) The Board of Censors shall be composed of five members. 
In accordance with the Charter, they shall be elected annually. The Board shall 
organize by electing a Chairman. Three members shall constitute a quorum. The 
Board of Censors shall hold such meetings during the annual session as it may 
deem necessary. It shall make an annual report to the House of Delegates. To this 
Board shall be referred all questions, complaints, protests, and matters of an un- 
ethical nature. The Board of Censors shall not initiate or try any first causes. It 
shall only consider questions on appeal from the decision of a district society on 
matters which concern an individual’s relation with his local or district society. 


If a member of the Pennsylvania State Dental Society shall have been accused 
of a violation of the by-laws, transgression of the Code of Ethics, or any conduct 
deemed unprofessional, and if he is adjudged guilty by his local society and the 
penalty imposed shall impair his membership in the Pennsylvania State Dental So- 
ciety, he may then file an appeal with the constituent district society of which his 
local society is an affiliate, provided such appeal in affidavit form is filed with the 
secretary of the district society within thirty days after the accused member has 
been found guilty and has received notice of the decision and the penalty imposed. 
If the constituent district society shall concur in the findings of the local society 
and shall affirm the penalty imposed, and the member feels that justice has not 
been done him, he shall have recourse by an appeal to the Board of Censors of the 
Pennsylvania State Dental Society, provided such an appeal in affidavit form is 
filed with the Chairman of the Board of Censors within thirty days after the ac- 
cused member has been notified of the action taken by the constituent district so- 
ciety. If upon an appeal of a member of a local society to the district society, the 
decision of the local society shall be reversed, then the local society shall be privi- 
leged to appeal to the Board of Censors. If either of the parties to the above action 
is dissatisfied with the decision of the Board of Censors, they or either one of them 
may appeal to the House of Delegates, provided such appeal is filed, in affidavit 
form, with the Secretary of the Pennsylvania State Dental Society within thirty 
days after having received official notice of the decision of the Board of Censors. 
Further appeal may be taken by either party to the Judicial Council of the Ameri- 
can Dental Association. 

(b) Questions relating to boundary lines and jurisdiction of Component 
Societies shall be referred to the Board of Censors for consideration, and the Board 
shall then report such matters to the House of Delegates, with recommendations 
for action. 

ARTICLE III 
Board of Trustees 

Section 1. (a) The Board of Trustees shall consist of eleven members, of 
whom four shall be elected annually in the House of Delegates except each third 
year when three shall be elected, to serve three years. Each Trustee shall be nomi- 
nated by the Delegates representing the district, and elected by the House of Dele- 
gates. Each district shall be entitled to one Trustee who must be a member of the 
Society in the District which he represents. 

(b) The President, Vice-Presidents, and President-elect of this Society shall 
be ex-officio members of the Board of Trustees, and the Secretary shall be ex- 
officio Secretary to the Board, but none shall have a vote on the Board, except that 
the President shall vote in case of a tie. 
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Section 2. The Trustee districts shall be as follows: 

First: Philadelphia County. 

Second: Bucks, Chester, Delaware, Lehigh, Montgomery, and Northampton 
Counties. 

Third: Carbon, Columbia, Lackawanna, Luzerne, Monroe, Pike, Susquehanna, 
Wayne and Wyoming Counties. 

Fourth: Berks, Lebanon, and Schuylkill Counties. 

Fifth: Adams, Cumberland, Dauphin, Franklin, Fulton, Lancaster, Perry and 
York Counties. 

Sixth: Bradford, Clinton, Lycoming, Montour, Northumberland, Snyder, Sul- 
livan, Tioga, and Union Counties. 

Seventh: Bedford, Blair, Cambria, Center, Clearfield, Huntingdon, Juniata, 
Mifflin and Somerset Counties. 

Eighth: Cameron, Elk, Forest, Jefferson, McKean, Potter, Warren and Clarion 
Counties. 

Ninth: Crawford, Erie, Lawrence, Mercer and Venango Counties. 

Tenth: Allegheny, Armstrong, Beaver and Butler Counties. 

Eleventh: Fayette, Greene, Indiana, Washington and Westmoreland Counties. 

Section 3. These Districts may be changed by two-thirds vote of members 

present at an annual meeting of the House of Delegates, as provided in Art. IV, 
Sec. 7. 
Section 4. The Board of Trustees 
(a) Shall have charge of all properties and financial affairs of the Society. 


(b) Shall provide for and superintend the publication of a Journal, the an- 
nual subscription price of which shall be twenty-five cents. 


(ec) Shall appoint an Editor for the Journal, and necessary assistants. 


(d) Shall superintend the publication and distribution of such portions of 
the transactions as may be decided to be of sufficient value. All papers read before 
the Society shall be considered the property of the Society. The following dis- 
claimer shall be printed at the beginning of each volume of the proceedings: “The 
Pennsylvania State Dental Society, although formally accepting and publishing 
reports of the various standing committees and essays read before the Society, 
holds itself wholly irresponsible for opinions, theories and criticisms, therein: con- 
tained, except when adopted or sanctioned by special resolutions.” 


(e) Shali co-operate with the President in the general supervision over the 
conduct of all committees in the interval between sessions, 


(f) Resolutions or recommendations of the House of Delegates pertaining 
to the expenditure of monies must be approved by the Board of Trustees before 
they become effective. 


(g) Shall hold meetings during the annual session as often as may be deemed 
necessary, and all matters referred to it by the House of Delegates shall be reported 
on within twenty-four hours if so requested by the House of Delegates. 


(h) Shall hold a regular meeting immediately after the annual session of the 
Society, at which meeting the Board shall organize by electing a Chairman and a 
Clerk, who shall act in the absence of the Secretary. Each Trustee shall visit the 
Branch Societies in his District at least once each year, for the purpose of inquir- 
ing into the condition of the profession, and for improving and increasing the zeal 
of Branch Societies and their members. He shall make an annual report of his 
work and of the conditions of the profession of each county in his district at the 
annual session of the Board of Trustees. 


(i) Shall have authority to fill any vacancy in the office of Secretary or 
Treasurer, which appointment shall continue until the next annual session of the 
Society. ; 

(j) Shall have control of all arrangements for the annual sessions, and shall 
provide meeting places for the Society, the House of Delegates, and the various 
sections of the Society, as organized. It shall also have control of all clinics and 
exhibits, and of all money received therefrom. The Board of.Trustees, in their 
discretion may appoint a local Committee on Arrangements, which shall at all 
times remain under their control. 
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(k) Six Members of the Board shall constitute a quorum. 

(1) The Board shall present to the House of Delegates the names of four 
members of the Society for each vacancy on the State Dental Council and Examin- 
ing Board. This does not preclude additional nominations from the House of 
Delegates. 

ARTICLE IV 
House of Delegates 

Section 1. (a) The House of Delegates shall be the Legislative body of this 
Society, and shall be composed of: (1) The President of this Society, who shall 
preside over the House: (2) Ex-officio the President-elect, Trustees, Secretary, and 
Treasurer of this Society, but without the right to vote; and (3) Delegates, or ac- 
credited alternates, designated by the component societies. 

(b) Each Component Society shall be entitled to send to the House of Dele- 
gates each year delegates as provided in the following table: 





For up to 50 members in the Component Society 1 delegate 
For up to 75 members in the Component Society............................ 2 delegates 
For up to 125 members in the Component Society............................ 3 delegates 
For up to 175 members in the Component Society............................ 4 delegates 
For up to 225 members in the Component Society........................... 5 delegates 


And for each additional fifty members it shall have one additional delegate. 


(c) If, at the close of the roll call of the second meeting of any session of the 
House, the complement of Delegates to which any component society is entitled is 
not complete, the delegates from that Society who are present may complete their 
delegation by the election of additional delegates from among the members of the 
component society who are registered in attendance at the meeting. 


(d) If any component society is without representation at the close of the 
roll call of the second meeting of any session of the House, the members registered 
in attendance from that society may select from their number the number of dele- 
gates which such component is regularly entitled to elect; if but one member is 
registered he shall be seated as a representative. When any delegate is once seated, 
no change may be made during the session. No individual member shall be entitled 
to more than one vote. No individual occupying an ex-officio membership in the 
House of Delegates shall be seated as a delegate with vote, except when no other 
member of his component society is registered in attendance at the meeting. 


(e) Each delegate before being seated shall deposit with the committee on 
credentials a certificate signed by the President and Secretary of the component 
society stating that he has been legally and regularly designated as a delegate to 
this Society. 

Section 2. The House of Delegates shall meet on the day before that fixed 
as the first day of the annual session. It may adjourn from time to time as may be 
necessary to complete its business, provided that its hours shall conflict as little as 
possible with the general meetings. 

Section 3. Twenty delegates shall constitute a quorum. 

Section 4. All elections including that of officers of the State Society and 
Board of Trustees, shall be by ballot of the House of Delegates, and a majority of 
votes cast shall be necessary to elect. 

Section 5. The House of Delegates shall nominate to the Governor of the 
State two persons for each vacancy on the State Dental Council and Examining 
Board, as provided in Section 412 of the Administrative Code. No two nominees 
shall come from the same Trustee District or component society. No district or 
component society shall have two members on the Examining Board at the same 
time. 

Section 6. Committees of the House. Appointed a month before the annual 
meeting by the President. 

Committee on Credentials. 

Reference Committee on Reports of Officers and Standing Committees, 
but not including committee on President’s address. 

Reference Committee on Scientific Business. 

Reference Committee on New Business. 

Committee on Place of Meeting. 
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Section 7. The House of Delegates in annual session may by two-thirds vote 
of the members present change the boundaries of the Trustee districts, or com- 
ponent societies, if evidence of necessity arises. 

Section 8. No member shall be permitted to speak upon any subject under 
discussion more than once, nor longer than ten minutes, except by two-thirds vote 
of the members present. 

Section 9. All officers and committees shall make their reports in writing. 

Section 10. The order of business at the annual session shall be subject to 
the vote of two-thirds of the members present. Unless otherwise fixed by the House 
of Delegates it sha!l be as follows: 

Calling to order. 

2. Report of Credentials Committee. 

3. Reading the minutes. 
4. President’s Address. 
5. Report of the Board of Trustees. 
6. Reports of Officers and Standing Committees. 
7. Reports of Special Committees. 

8. Unfinished Business. 

9. New Business. 

10. Installation of Officers. 

11. Adjournment. 

Section 11. Roberts Rules of Order (Revised) shall govern, except where 
they conflict with the By-laws or other Rules of Order adopted by this Society. 

Section 12. No new business shall be introduced into the House of Delegates 
on the last day of the annual session, whether in the form of resolution, memorial, 
or otherwise, unless with unanimous consent; and such new business shall require 
a unanimous vote for final action. 


ARTICLE V 

Delegates to the House of Delegates of the American Dental Association. 

Section 1. Delegates to the House of Delegates of the American Dental As- 
sociation shall be elected in the following manner: The delegates from each district 
shall nominate delegates and alternates, and from these the House of Delegates 
shall elect the number to which the Society is entitled. 

Section 2. (a) The delegates to the American Dental Association shall be 
the official representatives of this Society in the House of Delegates of the Amer- 
ican Dental Association. They shall at all times endeavor to fulfill their duties in a 
manner which will promote the best interests of the American Dental Association 
and this Society. 

(b) Inthe absence of any delegate the duly accredited alternate shall assume 
the duty of the delegate. The delegates from this Society shall meet previous to the 
first meeting of the House of Delegates to select a chairman and a clerk. The 
chairman, in addition to his other duties, shall make a report of the transactions of 
the House of Delegates of the American Dental Association to the House of Dele- 
gates of the Pennsylvania State Dental Society, on the first day of the annual meet- 
ing. The clerk shall keep a record of the deliberations of the delegation, and his 
minutes shall be embodied in the report of the chairman. 

Explanatory—Article V. Section 2, A. D. A. By-Laws: 

Regardless of enrollment in the A. D. A., each constitutent society would have 
one delegate. 

With 100 members in American Association, 2 delegates. 

With 300 members in American Association, 3 delegates. 

With 500 members in American Association, 4 delegates. 

With 700 members in American Association, 5 delegates. 

With -900 members in American Association, 6 delegates. 

With 1100 members in American Association, 7 delegates. 

With 1300 members in American Association, 8 delegates. 

With 1500 members in American Association, 9 delegates. 

Section 3. The chairman of the delegation shall cast the unanimous vote of 
the delegation in the election of the Trustee for Pennsylvania as a majority vote of 
the delegation shall decide. 
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Section 4. If, at the beginning of the second meeting of the House of Dele- 
gates, there are in attendance insufficient delegates and alternates from this Society 
to fill the quota of its delegation, the delegates from this Society who are present 
shall select from the members who are in attendance at the meeting a sufficient 
number to complete the quota to which this Society is entitled, and those so se- 
lected shall be considered duly accredited delegates from this Society. 


ARTICLE VI 
Standing Committees 


Section 1. There shall be the following Standing Committees: (1) Program, 
(2) Clinic, (3) Exhibit, (4) Local Arrangements, (5) Legislative, (6) Dental 
Science and Literature, (7) Oral Hygiene and Public Dental Education, (8) 
Necrology, (9) Registration, (10) Enforcement of the Dental Law, (11) Com- 
ponent Societies, (12) Relief Commission, (13) Membership, (14) Economics, and 
(15) Ethics. 
ARTICLE VII 


Duties of Committees 


Section 1. The Program Committee shall consist of three members whose 
duty it shall be to prepare a program of scientific work for each annual session. 

Section 2. The Clinic Committee shall consist of three members. This com- 
mittee shall have charge of all arrangements for clinics, shall select clinicians, de- 
cide what operations are to be performed and make a report of all clinics. Invita- 
tions to clinicians residing in Pennsylvania shall be confined to members of this 
Society. 

Section 3. The Exhibit Committee shall consist of three members. This com- 
mittee shall have charge of all arrangements pertaining to the exhibits of manu- 
facturers and dealers in dental supplies. It shall endeavor to supply exhibit space 
in connection with the quarters occupied by the Society during the annual session, 
making collections of suitable fees from each exhibitor. It shall furnish to the 
Registration Committee an official list of Exhibitors and their employees. 

Section 4. The Committee on Local Arrangements shall consist of three mem- 
bers and shall have charge of arrangements for the place of meeting and hotel ac- 
commodations, and shall cooperate with and assist all other officers and committees. 

Section 5. The Legislative Committee shall consist of at least three members. 
It shall have charge of all matters relating to the securing of such legal enact- 
ments as shall be approved by the Board of Trustees. It shall make an annual 
report to the House of Delegates. 

Section 6. The Committee on Dental Science and Literature shall consist of 
three members whose duty it shall be to report annually, on the first day of the 
annual meeting, on the progress of science and literature as appertaining to den- 
tistry, and to give a resumé of all that may be new and important. 

Section 7. The Committee on Oral Hygiene and Public Dental Education 
shall consist of at least five members. It shall be the duty of this committee to co- 
operate with the Component Society Committees on Oral Hygiene, State Depart- 
ment of Health, and State Department of Public Instruction to devise and promote 
such methods as will serve to educate the School Children and adults in the im- 
portance of an intelligent care of the mouth and teeth. It shall be its privilege to 
ask the Board of Trustees for appropriations for this purpose from year to year. 

Section 8. The Committee on Necrology shall consist of three members. It 
shall report the list of deaths of the members of this Society and give such bio- 
graphical sketches and offer such resolutions as it may consider proper. 

Section 9. (a) The Committee on Registration shall consist of five members. 
It shall maintain a registration office at the entrance to the annual meeting place 
and provide attendants at all doors, and shall issue a proper indentification badge 
of admittance to the regular sessions and the exhibit upon the presentation of a 
receipt for dues for the current year. It shall also issue distinctive badges to mem- 
bers of other State Societies in good standing, Physicians, Dental Students prop- 
erly vouched for, Essayists, Exhibitors, Clinicians, and wives of members and 
guests. It shall not receive applications for membership in any Component So- 
cieties. 
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(b) It may collect delinquent dues of a member of any branch society when 
authorized to do so by the secretary of that orgéiiization providing he has supplied 
the committee with a list of such members alphabetically arranged, setting forth 
the amount of each member’s debit, five days prior to the annual meeting. 

(c) It shall provide registration cards for the Exhibitors and their employees, 
who shall be required to personally sign them and present them to this committee 
for admittance to the annual meeting. 

(d) Any member or exhibitor who violates the registration rules by gaining 
admission for non-members by giving them a badge or membership card shall be 
denied membership or participation in the meeting of this Society. 

Section 10. (a) Committee on the Enforcement of the Dental Law shall 
consist of a chairman, appointed by the President, from the members of the State 
Dental Council and Examining Board, and the Secretaries of the Various Com- 
ponent Societies of the State Society. 

(b) Its duties shall be the investigation and prosecution of all cases of illegal 
practice of dentistry and other violations of the Dental Laws; to assist the Legisla- 
tive Committee in its work and to make an annual report to the State Society at its 
annual meeting. 

Section 11. (a) The Committee on Component Societies shall consist of the 
Secretary of each District Society, and of the Recording Secretary of the State 
Society. 

(b) Its duties shall be to have a special meeting at each annual session of 
the Pennsylvania State Dental Society, at which time such matters as are of par- 
ticular interest to the Component Societies shall be discussed. 

(c) Each member of the Committee shall submit a report in writing concern- 
ing membership and such other matters as may be deemed important to the 
Committee. 

Section 12. (a) There shall be a Relief Committee consisting of five mem- 
bers appointed by the President. They shall be members of the Board of Trustees, 
two from the western part of the State, one from the central, and two from the 
eastern part. 

(b) This Committee shall organize immediately following the last session of 
the Board of Trustees at the annual meeting, electing a chairman and secretary. 
They shall adopt such regulations for the government of its actions that shall be 
consistent with the rules and regulations of the American Denta! Association and 
not inconsistent with the by-laws of this Society. The Secretary shall keep a record 
of the actions of the committees, reporting to the Board of Trustees at the annual 
meeting. 

(c) This Committee shall receive applications in writing from persons solicit- 
ing relief for themselves or for others; shall investigate personally or through their 
agents all applications, requiring such proofs or verifications as is proper to sub- 
stantiate the claim, shall pass on such applications, recommending or disapproving 
them in whole or in part, and indicating approval by attaching the signatures of 
not less than three members of the Committee. This application shall then be for- 
warded to the Relief Commission of the American Dental Association. 

(d) Any action taken in accordance with the above paragraph commits the 
Relief Committee to pay the beneficiary a sum equal to the amount pledged by the 
branch society to which the applicant belongs or was formerly a member, subject 
to the rules adopted by this committee. 

(e) Expenditures authorized in the preceding paragraph shall be made from 
a fund in the treasury designated as the Relief Fund. Payments shall be made as 
provided by in Article II, Section 6, of these By-Laws. In this fund shall be de- 
posited monies returned to this Society from the A. D. A. for relief purposes and 
any other income for this special purpose. 

Section 13. (a) The Membership Committee shall consist of eleven mem- 
bers, one from each of the Trustee Districts into which the component societies 
have been divided. The member from each of the Trustee Districts shall be recom- 
mended for nomination by the Delegates representing that district. The Com- 
mittee shall be divided into five groups of two, two, two, two, and three respectively. 
One group shall be elected for one year, one for two years, one for three years, one 
for four years, and one for five years, the Chairman shall be named by the Board 
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of Trustees each year. The Chairman shall select two members of the Committee 
to act with him in an executive capacity to expedite the business of the Committee 
that may need early or immediate attention, one of these to be designated Vice- 
Chairman who will assume the duties of the Chairman should he be unable to func- 
tion. The Secretary of the Pennsylvania State Dental Society shall be the Secre- 
tary of the Committee. 

(b) The Secretary shall keep a permanent record of the proceedings of the 
Committee and shall conduct all correspondence. The office of the Committee shall 
be at the headquarters of the Society. The Committee shall hold such meetings dur- 
ing the annual session and during the year as it may deem necessary. Three mem- 
bers shall constitute a quorum. 

(c) The Committee shall adopt such rules and regulations for the govern- 
ment of its action as it may deem expedient. The duties of this Committee shall be: 

(1) To submit recommendations to component societies of changes consid- 
ered advisable to strengthen their organization and to make this Society more 
effective. 

(2) To recommend to the House of Delegates for adoption such vlans as may 
seem expedient to maintain the highest level of membership. 

(3) To promote and superintend membership activities for this Society. 

(4) The Committee may appoint sub-committees to assist in carrying on its 
work. The Chairman shall make an annual report to the House of Delegates. 

Section 14. The Economics Committee shall consist of not less than three 
members appointed by the President whose duty it shall be to study the question as 
it applies to the dental profession reporting from time to time pertinent topics 
through the medium of the Journal and at the annual meeting. 


Section 15. The Committee on Ethics shall consist of three members who 
shall cooperate with the Censors in maintaining the ethical standard of the Society, - 
and shall correspond with the committees on ethics of other societies with the view 
of securing, by concerted action, some amelioration of the evils which the dental 
profession, in this and in other States at the present time, suffers from by the un- 
ethical practice of unworthy members. 


ARTICLE VIII 
Election of Officers 


Section 1. The Election of Officers shall be the first order of business of the 
House of Delegates after the reading of the minutes on the afternoon of the third 
day of the annual session of the House of Delegates. 

Section 2. No person shall hold more than one office in this Society at one 
time. 

Section 3. All ballots shall be kept by the Secretary for at least one year. 


Section 4. On the occasion of the annual session of the Society, the delegates 
from any district in which the term of office of the Trustee is about to expire shall 
hold a meeting for the purpose of making nominations for a new Trustee. Such 
meeting shall in each case be called by the Trustee whose term is about to expire, 
or by someone appointed by the President if such Trustee should be absent, and 
notice of the time and place of such meeting shall be given to each delegate from 
the particular district by the President. At such meeting the delegates shall nom- 
inate one or more candidates for the office of Trustee, whose name or names shall 
be presented to the House of Delegates. Nominations shall be made under the 
following rules: In case one member receives the unanimous vote of. the delegates 
of the district for the particular office, the name only shall be presented to the 
House of Delegates as the nominee of the district. In case one member receives a 
majority vote, the minority delegates may select a second nominee. In case no one 
member receives a majority vote, after two ballots have been cast, the members 
receiving the highest, next highest and the third highest vote shall be the nomi- 
nees from the district. The names of the nominees shall be handed to the Secre- 
tary, together with the vote which each nominee received, and both the names and 
the vote shall be announced to the House of Delegates by the Secretary. In case 
of tie vote of the delegates of the District Society, the names of the candidates 
shall be submitted to the House of Delegates for election. 
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ARTICLE IX 


Constituent Societies 

Section 1. Constituent Societies shall be those district societies which may 
be designated from time to time by this Society. The territory of the present Con- 
stituent District Societies shall be the same as that of the Trustee Districts as indi- 
cated in Art. III, Sec. 2. Only one Constituent Society shall be chartered in any one 
district. If the Constituent Society in any district is composed of local or branch 
societies, the delegates to the State Society to which the Constituent Society is 
entitled should be prorated among the several branches on the basis indicated in 
Art. IV, Sec. I, i. e., any local or branch society having up to fifty members should 
have one delegate; having seventy-five members should have two of the delegates; 
thence each additional fifty members should secure one additional delegate. Pro- 
vided, that the total number of delegates so elected in the district shall not exceed 
the number to which the total membership of the district entitles it. 

Section 2. Each district society should hold at least one annual meeting, in 
order to stimulate interest and to promote the professional welfare of the mem- 
bers. Only members of the Constituent District Society shall be eligible to hold 
office, but all dentists who are eligible for membership in the State Society within 
the District may be invited to attend the annual meeting. 

Section 3. The Secretary of each Constituent Society shall keep a duplicate 
list of its active members, with addresses, and send State and American membership 
cards with the annual dues for each member to the Recording Secretary of the 
State Society on or before January Ist of each year. Any member of a Constituent 
Society who shall have failed to register with the Secretary of the State Dental 
Council and Examining Board, as required by law, by March Ist, of any year, is 
automatically suspended in both his or her Constituent Society, and in the Penn- 
sylvania State Dental Society. 

ARTICLE X 
Membership 

Section 1. Active membership in this Society properly begins in the local or 
Branch Societies which make up the Component District Societies, where the can- 
didate’s application for membership is made. Such application for membership 
includes application for membership in (a) the local or branch society; (b) the 
Component District Society; (c) The Pennsylvania State Dental Society; and (d) 
the American Dental Association. Such application should be made on forms ap- 
proved by the Board of Trustees of this Society. They should be uniform through- 
out the State. 

Section 2. While the responsibility of carefully scrutinizing and judging each 
applicant’s qualifications for membership is placed upon the Local or Branch So- 
ciety, and since the Local or Branch Societies are the only portals of entry to this 
Society, every reputable and legally registered dentist should be entitled to mem- 
bership. 

Section 3. Any member who shall have failed to register with the Secretary 
of the State Dental Council and Examining Board, as required by law, by March 
first of any year, is automatically suspended. 

Section 4. When a member in good standing changes the location at which 
he practices dentistry from the district through whose Component Society he holds 
his membership to another district, he shall procure from the Secretary of his 
original district society a transfer card, together with a statement that his dues 
have been paid in full. When these are presented with his application for mem- 
bership in the district to which he moves, they shall constitute an endorsement of 
his application, provided that no evidence which would otherwise disqualify him 
arises. If the Component Society into whose territory such member has moved 
should refuse him membership, the member shall be privileged to appeal to the 
Board of Censors of this Society to determine whether or not he is guilty of an act 
that warrants the enforcement of the provisions of this section. Pending the deci- 
sion of such appeal, he shall retain his membership through his original Component 
Society. 

Section 5. Honorary Members. Persons who have risen to pre-eminence 
in the practice of, or research in, professions kindred to dentistry, or in other 
branches of science, or who through their benefactions have contributed toward the 


[ 26 ] 








STATE DENTAL JOURNAL 





promotion of dental practice or oral health, may be elected to Honorary Member- 
ship in this Society by the House of Delegates, upon nomination by ten members, 
or by the Board of Trustees. An affirmative vote of three-fourths of the delegates 
present shall be necessary to elect. 

Section 6. A member of this Society in good standing, who has completed 
thirty years of active membership in this Society, as interpreted in Section 1 of 
this Article, and who has reached the age of sixty-five years, may, upon application, 
be elected, by the House of Delegates, to Life Membership in this Society. 

Section 7. Membership of all classes may be declared forfeited by the House 
of Delegates for reasons considered sufficient by that body. 


ARTICLE XI 
Annual Dues 

Section 1. The annual dues shall be eight dollars per member, payable to the 
Secretary of each Component Society, who shall forward same, together with the 
State and American Membership cards, to the Secretary of the State Society, on or 
before January first of each year, after which date a member shall be considered 
delinquent if his dues are unpaid. 

Section 2. Of the eight dollars annual dues, four dollars shall go to the 
Secretary of the American Dental Association for a year’s dues and a year’s sub- 
scription to the Journal of the American Dental Association. The remaining four 
dollars shall be retained by the Secretary of this Society, of which twenty-five cents 
shall be applied to one year’s subscription to the Pennsylvania State Dental Journal. 

Section 3. Honorary and Life Members shall be exempt from that portion of 
the annual dues which active members pay as State Society dues for the use of this 


Society. ARTICLE XII 
Meetings 
Section 1. The Annual Meeting shall be held at such time and place as the 
House of Delegates shall have determined at the previous meeting. 
Section 2. The annual meeting shall be for three days, except when the com- 
mittee in charge desires a four-day meeting. 


ARTICLE XIII 
Code of Ethics 
Section 1. Code of Ethics of this Society shall be the same as that adopted by 
the American Dental Association. 


ARTICLE XIV 
Amendments to the By-Laws 

Section 1. These By-Laws may be altered or amended with the consent of 
two-thirds of the members of this Society present at an annual meeting. The prop- 
osition in writing, stating the amendment, must be submitted by five members at an 
annual meeting and lie over for action until the next annual meeting, in accordance 
with the Charter. 

Section 2. These By-Laws shall take the place of and render null and void all 
previous By-Laws and all Standing Resolutions inconsistent or in conflict with any 














Your district treasurer has a 1938 membership card waiting for your 
check. Send it in at once—memberships expire January 1st. 











MID-WINTER MEETING, DENTAL ALUMNI SOCIETY, U. OF P. 

The mid-winter meeting of the Dental Alumni Society of the Univer- 
sity of Pennsylvania will be held at the Overbrook Golf Club, Lancaster 
Pike and City Line, Philadelphia, Wednesday, January 12, 1938. Dinner, 
bowling, squash, bridge and golf. Dinner about 6.30 P. M. Price, $1.75 per 
person. Chairman, Dr. Howard K. Mathews, 235 South Fifteenth Street, 
Philadelphia, Pa. 
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DISTRICT NEWS 


FIRST DISTRICT 
District Editor . . . . Benjamin Benedict 

The Big Philadelphia Meeting will be held Feb. 2, 3, 4, in the Ben. 
Franklin Hotel. All committees are working and this promises to be the 
finest mid-year meeting held at date. The Essay Committee has released 
the following partial list of essayists of national repute: 

Dr. Rudolph Kronfeld, of Chicago, Oral Pathology ; Dr. B. E. Lischer, 
of St. Louis, Orthodontia; Dr. E. A. Kinley, of Harvard Dental School, 
Radiography ; Dr. F. B. Vedder, of Ann Arbor, Crown and Bridgework; 
Dr. P. E. Boyle, of Harvard Dental School, Periodontia ; Dr. F. R. Getz, of 
New York City, Root Canal Therapy; Dr. C. A. Wilkie, of Brooklyn, 
Exodontia; Dr. H. E. Latcham, of Baltimore, Operative Dentistry; Dr. 
Benj. Kornfield, of New York City, Amalgam; Dr. F. R. Adams, of New 
York City, Analgesia ; Dr. D. S. Gardner, of Scranton, Ceramics; Dr. D. T. 
Maves, of Cleveland, Mouth Reconstruction; Dr. L. N. Canter, of Bridge- 
port, Conn., Inlays; Dr. Oscar V. Batson, of Philadelphia, Temporoman- 
dibular Articulations ; Dr. M. Swenson, of N. Y.U., Full Dentures ; Dr. Karl 
Knapp, of New York, Mouth Rehabilitation ; Dr. B. I. Comroe, of U. of P., 
Relation of Internal Medicine to Dentistry; Dr. W. W. Powell, of Phila- 
delphia, Ceramics. 





NortH PHILADELPHIA ASSOCIATION OF DENTAL SURGEONS 
The entertainment committee is staging a Monte Carlo Night as their 
Christmas party. The affair is to be held at the Gladimere Crest Inn. Prizes 
are to be awarded to the highest winners in the evening’s frolic. There will 
be roulette, horse racing, pin wheel games played with phoney money. 


@ 
SECOND DISTRICT 
District Editor »- « « « Chas. L. R. Myers 
DENTAL Society OF CHESTER AND DELAWARE COUNTIES 
Many members gathered at the second fall meeting of the Chester and 
Delaware Counties Dental Society held November 17th at the Y. M. C. A. 
Building, Coatesville, Pa. Dr. S. W. Ridgeway, of Coatesville, played host 
to the members and extended them a cordial welcome. Dr. Edward H. 
Ward, Ardmore, president of the society, conducted the business session in 
the afternoon and the program chairman, Dr. H. F. McDuffee, introduced 
the guest essayist, Dr. Horace Githens, Philadelphia, who presented a paper 
on “Dental Medicine.” This was followed by a timely discussion on the 
topic of “Blood Analysis as a Diagnostic Aid in Dentistry,” which was pre- 
sented by Dr. Morris Plafker, Chester, Pa. Condolences were expressed in 
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the passing away of one of our members, Dr. Bruce G. Bebelheimer, of 
Drexel Hill, Pa. Music was played at dinner and flowers were presented to 
the presiding officers. A lecture followed on “Wild Game Hunting in 
Africa,” given by Norman Powell, cousin of Lord Baden-Powell. The 
guest speaker of the evening, Dr. Clarence S. DeLong, of Reading, pre- 
sented an interesting paper on “Periodontia.” The next meeting of the 
society will be held in January at West Chester, Pa. W. T. LEvVERGOoop. 


LEHIGH VALLEY DENTAL SOCIETY 

Dr. H. K. Cooper, of Lancaster, spoke on “Some Phases of Children’s 
Dentistry” at the monthly meeting of the Lehigh Valley Society on Monday, 
October 18th. Dr. Ralph B. Hess, President of the Society, presided. Dr. 
Cooper spoke on the various irregularities in children’s teeth, their causes, 
and some methods of preventing them. 

The society accepted an invitation to attend a meeting of the Allen- 
town Society on December 13th to hear Dr. Herbert Ely Williams, of Red 
Bank, and Dr. William Palanky, of Trenton, conduct a clinic on “Gold Foil 
Restorations.” 

Drs. Benjamin Robins and L. G. Parry were elected to membership. 

The next meeting will be held December 2oth at the Hotel Bethlehem. 
Dr. Louis I. Grossman, of Philadelphia, will be the speaker. 


Tue Montcomery-Bucks DENTAL SOCIETY 

The regular November meeting of the Montgomery-Bucks Dental 
Society was held at the Valley Forge Hotel, Norristown, November 29th. 

Prior to the business meeting there was an informal dinner in the 
Valley Forge dining room to meet the essayist, Dr. James H. Smith, of 
Drexel Hill. 

The President, Dr. C. Louis Siegler, of Doylestown, presided at the 
business meeting. The officers elected for the coming year are: President, 
Dr. Charles C. Dancy, of Norristown; Vice-President, Dr. A. L. Ventura, 
of Norristown; Secretary, Dr. S. Lehman Nyce, of Norristown ; Treasurer, 
Dr. W. W. Thomas, of Glenside. 

The following applications were presented for membership: Dr. Allen 
S. Reddig, of Pottstown, and Dr. Joseph E. Tagert, of Pottstown. 

The meeting was then turned over to Dr. Smith, who gave a very in- 
teresting table clinic on “Rebasing,” and was assisted by his technician in 
the presentation. 

The next meeting will be held at the Valley Forge Hotel, Norristown, 
Monday, January 31, with John H. Gunter, D. D. S., M. D., Assistant Pro- 
fessor of Maxillo-Facial Surgery, Evans Dental Institute, University of 
Pennsylvania, as speaker. His subject will be, “Local and General Anes- 
thesia and Its Problems.” S. LEHMAN NYCE. 
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THIRD DISTRICT 
District Editor . . . . Ben Shair 


Tue Tuirp District DENTAL CONVENTION 

Last month we promised that this issue of The Journal would bring you 
the activities of the Third District Dental Convention in greater detail. 
And do we have the dope? Only this is the kind that will not depress your 
nervous system, but instead wil! stimulate your brain so you cannot possibly 
forget that Thurs., Jan. 27, is the day, and Hotel Casey, Scranton, the place. 

Of course, we knew you readers figured there was some tall bragging 
being done on our part when an inkling was given as to what you could 
expect from our program committee. Well, here you are—see if it isn’t far 
above your greatest expectations—why, it even surpasses ours! 

In the morning will be presented a complete sound-on-film dental motion 
picture. The showing of this film, which corresponds in length to a regular 
feature motion picture, is entitled, “Fundamental Principles for the Tech- 
nical Removal of the Mandibular Third Molar,” and is by Dr. George B. 
Winter, St. Louis, author of “Exodontia” and “Principles of Exodontia as 
Applied to the Impacted Mandibular Third Molar.” 

Scientific sound films as a means of instruction, particularly for pro- 
fessional training, are arousing world-wide attention and interest. This 
picture is not only of scientific interest, but of great practical value. Since 
it is the result of many years of scientific research in an important field of 
dentistry, viewing the picture may be compared to attendance at a clinic or 
class course. It presents classification, diagnosis, x-ray interpretation, and 
instrumentation—in fact, the complete technical procedure for the removal 
of the mandibular third molar. Actual operative cases, animated drawings, 
and diagrams used to make fundamental principles clear, are synchronized 
with Dr. Winter’s voice. 

Dr. John Corcoran, chairman of the Program Committee, wanted to 
obtain this picture because he felt it was an unusual opportunity for all 
dentists in Northeastern Pennsylvania to gain first-hand knowledge of this 
medium for scientific instruction. After seeing it, you can better judge its 
possibilities. The film covers thoroughly and completely a subject about 
which everyone of you will wish to be fully informed. 


For the afternoon, the Program Committee brings to you two men 
from the faculty of New York University, very prominent in their special- 
ties, yet who never before have demonstrated their skill before a group in 
this section of the state. Doctor John Lewis Blass, associate professor of 
Periodontia, will talk on “Periodontia and Therapeutics of Drugs Used.” 
Dr. Merel G. Swenson, professor of Dental Prosthetics, will talk on “Dental 
Prosthesis.” 
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Now ... were we right? Isn’t it a fairly complete course in three 
branches of dentistry, everyone important to the general practitioner, yet 
not too long? Yes, we firmly believe that when you will make your appear- 
ance at the Hotel Casey, Scranton, on Thursday, January 27th, there will 
be a unanimous vote turned in for an excellent program, novel as well as 
instructive. 

Before signing off, let this reporter remind you that Mrs. Joseph 
Manley, President of the Ladies’ Auxiliary of the Scranton District Dental 
Society, announced that she has numerous committees spending a great deal 
of effort on affairs which will keep the visiting women highly entertained 
and more than pleased because their husbands brought them along. Take 
another tip from us—surely we’ve proved by this time our tips aren’t just 
idle talk—if you gentlemen of the oral profession desire to keep your good 
halves on the better side of you, bring them along to the best of Third 
District conventions. 

The January issue will contain a complete program of the day’s activi- 
ties including the social high lights. ; 


Scranton District DENTAL SOCIETY 

Our November meeting proved very very successful. Those who at- 
tended got more than they bargained for. It was voted by the group present 
that our society should have at least one meeting a year turned over to a 
Forum. We certainly recommend them to the other societies of the state. 

Our December meeting was held on the 14th at the Chamber of 
Commerce. 

Dr. Joe Manley, of course, will be our next President. He already has 
a full program of clinics arranged for his term and are they wonderful. 
Watch your Journal for further details. 


e 
SEVENTH DISTRICT 
District Editer . . . . J. L. Porias 

Plans are rapidly being worked out for the annual meeting of the 
Seventh District Society to be held this year at the Fort Stanwix Hotel in 
Johnstown on February 28th, March 1st and 2nd. The committees are 
working hard and we expect a real good three-day meeting. 

The Cambria County Dental Society held their monthly meeting in the 
Capitol Hotel in Johnstown on November 15th. Dr. H. B. Porritt, of Pitts- 
burgh, gave a very fine talk with slides on the “Surgical Treatment of 
Pyorrhea.” The following officers were elected: W. L. Dunford, President ; 
C. B. Ellsworth, President-elect ; C. E. Henise, Secretary-Treasurer ; and 
J. F. Morgart, H. M. Benshoff and J. B. Williams members of council. 

The Ladies’ Auxiliary also held their meeting in the Capitol Hotel the 
same evening. After a dinner the ladies played bridge and elected officers 
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for 1938. The new officers are Mrs. J. L. Porias, President; Mrs. W. J. 
Barto, President-elect ; Mrs. E. R. Skinner, Secretary-Treasurer, and Mrs. 
T. W. Ling, Social Secretary. Plans were made for the annual dinner-dance 
with the men at the North Forks Country Club. 

The North Cambria Dental Society held their annual banquet at the 
Brandon Hotel in Spangler on December 8th. After the dinner the women 
played bridge and the men played cinch. 


@ 
TENTH DISTRICT 
District Editor . . . . Reed P. Rose 

The annual meeting of the Tenth District Society of the Pennsylvania 
State Dental Society was held in the William Penn Hotel, October 26th. 
The meeting was called to order by President C. R. Grissinger and the 
minutes of the last annual meeting were read and approved. 

The following officers were elected: President, W. F. Swanson; Vice- 


President A. G. Wicks; Secretary, Wilson R. Flint; Treasurer, F. H. 
Gaskin. 


The following delegates and alternates were elected to represent the 
society at the Philadelphia meeting : Delegates—W. A. McCready, W. Earle 
Craig, A. G. Wicks, C. W. Hagan, W. F. Swanson, Leo Shonfield, W. E. 
Mendel, A. C. Young, C. R. Grissinger, M. E. Nicholson, F. H. Gaskin, G. 
W. Peiffer, A. G. Copeland, J. C. G. Fitzhugh, H. T. Patton, E. G. Meisel, 
W. J. Rihanek, A. S. Lawson. Alternates—F. H. Hayes, C. B. Walton, 
D. N. Carnahan, Perry Swanson, C. S. Frye, Jr., C. R. Garman, C. O. 
Booth, J. M. Mullen, J. N. McNerney, S. G. Ralston, Rudolph Klicka, W. 
W. Booth, R. E. Irish, C. C. Briggs, J. S. Frost, J. A. Pennington, Sr. 





NECROLOGY 











FUNDENBERG, DR. WALTER H. P. D. C.1878 
Dr. Fundenburg died at his home in Pittsburgh on November 
8th after a short illness. He was the third dean of the Uni- 
versity of Pittsbrugh Dental School and a past president of 
the Pennsylvania State Dental Society, the State Examining 
Board, and the Odontological Society. He was one of the 
founders of the Academy of Arts and Science and an elder of 
the Third Presbyterian church for 38years. He is survived by 
his widow, two brothers, and one sister. 

GROTH, DR. MATHILDA P. D. C. 
Dr. Groth, pioneer woman dentist in Philadelphia died De- 
cember 9, at her home, 3436 N. 13th Street, after a long ill- 
ness. Surviving are three daughters, Dr. Geneva E. Groth, 

| Alma M. Groth, and Dr. Wanda G. Herzer. 


{ 32] 




















